OF SOUTH CAROLINA

A-2. Wages:
Laborers and Repairmen .....     1,700.00
A-3. Special Payments:
Stenographic Service .....        125.00
B. Contractual Services:
B-1. Freight, Express and De-
liveries  ................     50.00
B-2. Travel  ..................     250.00
B-3. Telegraph and Telephone ..     100.00
B-4. Repairs  .................   6,500.00
B-6. Water, Heat, Li g h t and
Power  .................   62,000.00
C. Supplies:
C-2. F u e 1 and Refrigeration
Supplies  ...............    5,400.00
C-4. Office Supplies ...........     45.00
C-11. Other Supplies ..........    1,350.00
D. Fixed Charges and Contributions:
D-1. Rents-Post Office Box ...        8.00
D-2. Insurance ............ ...      80.00
G. Equipment:
G-8. Other Equipment .........     1,530.00
TOTAL (Electrician and Engineer's
Office)  ................

$  89,436.00

PROVIDED, the State Electrician and Engineer shall be elected to
his office by the State Sinking Fund Commission. The net collections
for sale of surplus power by the State Electrician and Engineer to the
South Carolina Electric and Gas Company shall, as collected, be
turned over to the State Treasurer and credited to the General Fund
of the State: PROVIDED, FURTHER, that the State Electrician
shall pay, from funds appropriated to his department, for water and
electricity consumed by the various institutions of the State, and shall
collect therefor from the various institutions, and remit such collec-
tions to the State Treasurer.
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